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Customer ID: 31706 
Certificate: - 

Site: 001 

CHERYL CARTER 

Inspection 

Type: PRELICENSE INSPECTION #1 
Date: MAY-24-2005 


No noncompliance identified this inspection 
Applicant wants to be licensed as an A dealer 
Review applicable written plans 
Explain identification requirements 
Explain record keeping requirements 
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